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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 18562 261302Z 
50 45 

ACTION DOTE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 CIAE-00 INR-07 NSAE-00 

EB-07 SP-02 L-03 SAJ-01 /039 W 

009407 

P 261004Z NOV 76 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC PRIORITY 1446 

UNCLAS MOSCOW 18562 

DEPT PASS DOT FOR ALLEN TPI-42 

E.O. 11652: N/A 

TAGS: TGEN, ETRN, UR, US 

SUBJECT: US-USSR COOPERATION IN TRANSPORTATION - SOVIET PRIORITY 
LIST (05.00) 

REF: (A) STATE 286404, (B) MOSCOW 18110, (C) STATE 275380, 

AFTER SOME DELAY ISHCHENKO REPLIED TO SCIENCE OFFICE QUESTIONS ON 
SUBJECT LIST - SPECIFICALLY SOVIET OMISSION OF CIVIL AVIATION 
ACCIDENT INVESTIGATION SUBGROUP (05.0404) (REF B) - POSED BY REF 
A. ISHCHENKO STATED THAT OFFICIALS IN USSR MINISTRY OF CIVIL 
AVIATION HAD NOT INCLUDED ABOVE SUBGROUP (05.0404) ON SOVIET 
PRIORITY LIST BECAUSE OF DOT INADVERTENT OMISSION (REF C), THINKING 
THAT U.S. SIDE HAD ACTUALLY NOT WISHED TO INCLUDE THIS SUBGROUP. 
ISHCHENKO ADDED THAT DOT'S EFFORT TO INCLUDE THIS SUBGROUP CAME TOO 
LATE FOR SOVIET SIDE TO MAKE THE APPROPRIATE CHANGES IN THEIR 
PRIORITY LIST. ISHCHENKO ADDED SOVIET OFFICIALS WOULD BE PLEASED 
TO DISCUSS THIS SUBGROUP'S REINCLUSION DURING THE SCHEDULED DECEMBER 
MEETINGS. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TRANSPORTATION, SCIENTIFIC MEETINGS, INTERGOVERNMENTAL COOPERATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 NOV 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MOSCOW18562 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760441-1243 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761 1 12/aaaaakcd.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION DOTE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 STATE 286404, 76 MOSCOW 18110, 76 STATE 275380 

Review Action: RELEASED, APPROVED 

Review Authority: powellba 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUN 2004 by fisherem>; APPROVED <06 DEC 2004 by powellba> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR COOPERATION IN TRANSPORTATION - SOVIET PRIORITY LIST (05.00) 

TAGS: TGEN. ETRN, UR, US 
To: STATE 
Type: TE 
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